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Message Text 

UNCLASSIFIED 

PAGE 01 BONN 13829 241645Z 
ACTION EUR- 12 

INFO OCT-01 ISO-OO EB-08 /021 W 

035876 250459Z/15 

R 241624Z AUG 77 
FM AMEMBASSY BONN 
TO USDOC WASHDC 
INFO SECSTATE WASHDC 0887 
USMISSION USBERLIN 
AMCONSUL FRANKFURT 

UNCLAS BONN 13829 

E.O. 11652: N/A 
TAGS: BEXP, GW 

SUBJECT: ADS REQUEST AMERICAN MEDICAL SYSTEMS, INC. 

MINNEAPOLIS, MN 

DESPITE EXTENSIVE CANVASSING THE EMBASSY COULD LOCATE 
ONLY THE FOLLOWING PROSPECT(S): 

HAUSMANN & CASPERSON 
SPONHOLZSTRASSE 28/29 
D-1000 BERLIN 41 

CONTACT: MR. CASPERSON, MANAGER 
PHONE: 030- 851 75 00 

COMMENT: GERMAN FIRM. MAJOR WEST BERLIN DISTRIBUTOR 
OF MEDICAL SUPPLIES IN BERLIN, WAS ESTABLISHED IN 1959. 

EMPLOYS 19. FIRM OFFERS GOOD PROSPECTS FOR DEVELOPING 
NEW PRODUCT LINE IN THIS MARKET. IT DESIRES PRODUCT 
LITERATURE IN GERMANIF AVAILABLE. BANK REF: BANK 
FUER GEMEINWIRTSCHAFT, AM SCHILLERTHEATER 2, D-1000 
BERLIN 12. 

FRESENIUS APPARATE KG 

POSTFACH 1480 

D-6380 BAD HOMBURG V.D.H. 

UNCLASSIFIED 

UNCLASSIFIED 

PAGE 02 BONN 13829 241645Z 

CONTACT: THOMAS FIETZEK 
PHONE: 06172-10961 14 

COMMENT: THE FIRM IS A MANUFACTURER OF ARTIFICIAL 
KIDNEYS, BLOODPUMPS ETC. AND IMPORTER/DISTRIBUTOR 
OF ADDITIONAL HOSPITAL EQUIPMENT FOR UROLOGIC 
SECTIONS IN HOSPITALS AND UROLOGISTS. THE FIRM 
REPRESENTS US FIRMS AND HAS EXPERIENCE IN IMPORTING 
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FROM THE U.S. 

SHOULD ANOTHER EXPRESSION OF INTEREST BE ELICITED, THE 
EMBASSY WILL REPORT IT IMMEDIATELY. 

APPROVING OFFICER: GUSTAF COONTZ, COMMERCIAL COUNSELOR 
MEEHAN 

UNCLASSIFIED 

NNN 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 -Jan-1 994 12:00:00 am 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Sent Date: 24-Aug-1977 12:00:00 am 
Decaption Date: 01 -Jan-1 960 12:00:00 am 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 -Jan-1 960 12:00:00 am 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1977BONN13829 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Expiration: 

Film Number: D770306-0999 
Format: TEL 
From: BONN 

Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1977/newtext/t19770830/aaaaazdr.tel 

Line Count: 69 
Litigation Code IDs: 

Litigation Codes: 

Litigation History: 

Locator: TEXT ON-LINE, ON MICROFILM 

Message ID: 3db2de55-c288-dd11-92da-001cc4696bcc 

Office: ACTION EUR 

Original Classification: UNCLASSIFIED 

Original Handling Restrictions: n/a 

Original Previous Classification: n/a 

Original Previous Handling Restrictions: n/a 

Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 
Retention: 0 

Review Action: RELEASED, APPROVED 
Review Content Flags: 

Review Date: 26-Nov-2004 12:00:00 am 
Review Event: 

Review Exemptions: n/a 
Review Media Identifier: 

Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
SAS ID: 1508637 
Secure: OPEN 
Status: NATIVE 

Subject: ADS REQUEST - AMERICAN MEDICAL SYSTEMS, INC. MINNEAPOLIS, MN DESPITE EXTENSIVE CANVASSING THE EMBASSY 

COULD LOC 

TAGS: BEXP, GE 

To: COM 

Type: TE 

vdkvgwkey: odbc://SAS/SAS.dbo.SAS_Docs/3db2de55-c288-dd1 1-92da-001cc4696bcc 
Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
22 May 2009 

Markings: Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 22 May 2009 


Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 22 May 2009 



